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+ LORTICULTURAL AND POMOLOGIC 
i INVESTIGATIONS 
NO. 4. sauna 


Rochester Gommerceial Nurseries 


ESTABLISHED 1830. 


WM. S. LITTLE & CO.’S 


SEMI-ANNUAL 


TRADE LIST 


Se ee NG SoS: 


TERMS AND CONDITIONS OF SALE. 


The prices quoted in this List are expected to apply only where the specified 
quantities are takcn, except as follows strictly: Where the order amounts to $10 
or over, five hundred will be supplied at thousand rate ; fifty at the hundred rate, and 
siz at the dozen rate. At these wholesale prices, in the case of fruit trees, etc., the 
varieties are to consist of leading popular sorts, such as we cultivate in considerable 
quantities. See Descriptive Catalogue for list of varieties cultivated. 


TRANSPORTATION—In ‘furnishing trees, etc,, on the terms of this Price 
List we cannot be responsible for the accidents or delays of transportation. All 
articles after leaving the Nursery in good condition, are entirely at the risk of the 
purchaser. Except in case of accident or gross carelessness, our packages will 
endure the longest journey in perfect safety. 


GUARANT Y—We honestly believe every tree which we send out to be genu- 
ine and true to label; and we are willing, and hold ourselves ready in every in- 
stance where a variety does not prove to be the correct one, to refund the pur- 
chase money or replace the trees, free of charge to our customer; but beyond this 
we do not hold ourselves liable for constructive damages by reason of errors. 


OUR OFFICE, Greenhouses and Nurseries are situated at the corner of Culver 
and Clifford streets, about three miles from the center of the city. Weshall be 
happy to welcome our friends there, and if those intending to visit us will telephone 


to us before leaving the city we will meet them at the eastern end of the Parsells 
Avenue electric car line with carriage. 


TERMS CASH, except by special agreement. On account of the perishable 
nature of the goods, we decline to forward any orders C. O. D., unless accompanied 
by a remittance sufficient to secure us from possible loss. 


Correspondence is invited from all those who are interested in purchasing or 
planting trees, either in large or small quantities. 
Address, W.S. LITTLE & CO., 
‘\’  CommERciaL NURSERIES, 


ROCHESTER, February, 1896. ROCHESTER, N. Y. 
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2 PRICE LIST. 


FRUIT FREES, VINESFe he 


Per doz. 100. 1,000 
APPLES, Standard, consisting of leading popular varie- 
ties. (See Descriptive Catalogue.) 
Ee First-class, 3 and 4 years, 5 to 7 feet....$2 00 $800 $60 00 


Medium, 4°to-5' feet. .Jc2eckscoe eee 1.50 700 40 00 
# New and Scarce Varieties. (Arkansas 
Black, Red Bietigheimer, McIntosh 
Red, Lady, and. others)}osks3.2 ens eee 200 12 00 hae 
Crab—SIBERIAN, TRANSCENDENT. HYSLOP. ETC... 2 00 8 00 60 00 
Dwarf—(On Paradise Stock,) 2 year buds....... 300 20 00 ie 


PEARS, Standard, consisting of leading popular varieties. 
(See Descriptive Catalogue.) 


chy First-class, 2 and 3 years, 5 to 6 feet..... 250 1500 100 00 
. Selected, extra, 6 to 7 feet....... ...... 400 23500 150 00 
es Extra size, 3 and 4 years, 7 to 8 feet..... 450 285 00 eee 
sf Medium, 4 to 5 feet, nice trees.......... 200 1000 . 90 00 
a 6605 tO. 4 fei ies cae . ee ee apne 2 00 900 80 00 
“G IDAHO, WILDER, VERMONT BEAUTY and 
BRUREE BOSC. years ce cance eee 300 20 00 
: Bosc and WINTER NELIS—Top-grafted... 400 25 00 che 
Dwarf—First size, 2 and 3 years... ...... 0. sees eeee 200 1000 60 00 
= Medium size, 2 and 3 years........... .... 1 50 700 50 00 
< IDAHO and VERMONT BEAUTY............. 400 25 00 


CHERRIES, Standard—First size. 5 to 7 feet. 2 and 3 years 2 50 1200 100 00 
Medium size, 34t05feet,2and 3 yrs 200 1000 8000 
PLU MS—First size. 5 to 6 feet, 2 and 3 years, frie LUV. . 250 15 00 Be, 2 
Medium, 4 to 5 feet, very nice trees............... 200 1200 100 00 
Japanese Varieties, 1 year, 4-3 ft., 5-8 in. ‘caliper. 
(Abundar ce, ’ Burbank, Sweet 
Bhotan, Satsuma and Yellow 


B78) RO CEO eS SE oe ee ae 250 15 00 hee 
PEACHES-—1 year, first size, home grown........... ..... 2 00 8 00 65 00 

Second size, very nice tTre@S.......... ccc eee 1 59 700 50 00 

ELBERTA, HORTONS RIVERS, GLOBE, WONDERFUL. 

CHAPMAN ANG EVAR ob bah te Se ie eat i ae 250 £10 00 
APRICOTS—On Peach, 1 and 2 years... ....... SATA eee 200 1000 
NECTARINES—On Peach, i Year) otic G: Saet.t eee eo 2D0 ah ibe 
QUINCES, Orange—3 Go Abel ik pn eae, ne 250 15 00 

2 CO ee POCU ei.) gy ea) Wee ed eg ee 200 12 00 
ANGERS—83 to 4 feet, stromg ..  .-.... pe 1 50 8 00 
CHAMPION—83 to 4 feet, Very HNeH oP Fata Yo 22: 50-4 15-00 
. REO Oo ECU? £.0, och wee Ae eee eee 200 £12 00 
MEECH’S PROLIFIC—3 to 4 feet.... ...... ..... 4 00 ee 
REA’S MAMMOTH—2}4 to 3 feet.................. 400 25 00 gat 
GOURERAN ES —2 ears: 032 bes does bE RES BF Skeet We yee: 1 50 400 30 00 
i year, extra Strone 30665 seca se ee epee bel id 350 25 00 
FAY’S PROLIPIC—2 years. 2.22555 os ack onsen dnc 2 00 500 35 00 
NorTH STAR—New, extremely hardy and vig- 
Orous, 22 years, strony.) yo eee eee 2 00 6 00 Poe 
GOOSEBERRIES—HOvuGuHTON’s SEEDLING—2 years ....... 100 400 3000 
DOWNING: 2 ilo 2s cn, ee ee eee 1 50 6 00 prs 
INDUSTRY, WHITESMITH and CROWN 
BOB, ce $5) Ged: bee ee 50; 10°00 yor 
BLACKBERRIES~—KITTATINNY, WHIELSON, BiG ee nsec: 1 50 200 12 00 
RASPBERRIES -— HERSTINE. CUTHBERT. WTO FO er ack % 150 £10 00 
GOLDEN QUEEN, BRINKLES’ ORANGE, ETC., yellow... 75 200 £15 00 
DOOLITTLE, GREGG, MAMMOTH CLUSTER, ETC., black. 175 150 £1000 
MU LBERRIES—Russian, very hardy, 5 to 6 feet.......... 250 15 00 sid 
4 to Fe6b Joie dae 2 00). 10°00 au 
Ware, BGG POCT 3 spike is 200 1200 
NUTS, Chestnuts—AMERICAN, 8 to 9 feet, fine trees........ 5 00 30 00 
" t6 8 feet, 2. 2 ee Sa Maly bie PE, 400 25 00 
a * 6 to:'7 Teak. 2s vee eh bias 300 20 00 
a - 5 to 6 feet hci: ee eee ae 2°50 «2715: OD 


% Japanese, grafted sorts, 3 to 4 fh Wee 6 00 5 ile 
Mi SPANISH 3 to 4 feet.... 7.....scceees Lege WO * 25,00 


ROCHESTER COMMERCIAL NURSERIES. 


Per doz. Per 100. 1,000 
NUTS, Biack Watnuts—7 TORS FCGbe © yaa ae ws cis aya a 3 * 50 $18 00 $ 
STOW fOCb. fees an See we B's, 30 3 00 25 00 
Butternuts—4 LOMERECEE Scr t 2s cs Ene fs 3c Meee 9218 2 50 15 00 
Dye Fria Fag 9) at oe Un EO 3.00 20 00 
English Walnuts—3 tora feetl oes: cawdeewick Ronee 300 20 00 
Way ee TeGhi nw soars ets cate a a obs aya, oye 400 25 00 
“ os G'to' 7 feets vaso: 1. as se se eee 5 00 30 00 
Japanese Walnats—New, 3 to 4 feet................ "600 40 00 
Hickory—(Carya Alba. ) 12 to 18 inches, transplanted 1 00 
3 to 4 feet 3 00 
STRAWBERRIES—Leading sorts, layer plants............ 75 5 00 
HARDY GRAPE VINES— 
Agawam-—2 years... 2.5... cece ee cee AME Gets see 100 400 25 00 
Brighton 2 Waren nossa) s secret cee ee asics, cue Ue ae ea 150 600 
@Concord—2 yearssl sos. Bie eee tae Ste ete ae 100 2450 1500 
Delaware—-2 Fears: 2s eee Gk Ok dreds es eaipieale eee ee 150 600 45 0Q 
Diamond 2 ¥ Cars ins ons 2 oem fore Es EE. He ae 200 600 50 06 
rarhy Qaie tes sc eens 2 Sere Fate es eel Wale betttole ais 6 12 00 
Empire State—2 years PR IS Meee e 2 ed LL A 200 900 “75 00: 
Green Mountain—2 years... 2.0.0.0... cee ce eee ee eee 500 3000 250 00: 
Hartford—2 years........ BM UL A Mae foes Sa Surg cite, ae 100 2650 12 00 
Diridley- 2 yoarse hi 6038s es creek So See usin Bab Se 100 400 2200 
Martha—> Vearnns, su. tiaeie sot et eae ee ee aes cat's 100 500 328 00 
Moore's Barly ——2 years. cj... sesh ce eoe ets ot ess ts a's 200 800 60 00 
Nyt EV CARS. arc oi iaaiscliniheete kee ea aee Lae ee as 200 1000 80 00 
Niavara——2. VOATS say.) eres teisee arden ie eat ce ea eos cease cc aics ote 150 500 £38000 
Pocitington—- years a). fee Oe i eens 150 800 60 00 
Salem—2 years ............... BV EOR ES hei, tala. 100 400 25 00 
ister ‘Preishe—2 years. 3 eee As Ore os Shae oe 250 1200 90 00 
Werrenties=—) “Sears bracts oe oir acide) itietaietye are yeh ae 250 1000 60 00 
MMOTdOH— 2 VOAlS eee ic eet teeta ee ee Toads ines s 150 500 3000 
Barry, Duchess, Eumelan, Herbert, Jefferson, Jessica, 
Lady Washington, Massasoit, Mills, Poughkeepsie 
|S2Ia gS Sane Saat ane eign estan A liek fe a Sanat On a es 400 25 00 
Catawba, Champion, Clinton, Diana, Goethe, Iona, 
Isabella, Lady, Merrimack, Walders vent ast 250 15 00 
N. B.—One year vines 20% off of above rates. 
FOREIGN GRAPES—Leading sorts, in pots............... 12 00 
RHUBARB—Linrzus, and other best sorts................. 100 500 
ASPARAGUS? Weare ool 8 ciare Societe! s eal edie o's cine datecode « 1 50 6 00 
OKNAMENTAL TREES, SHRUBS, ETC. 
DECIDUOUS TREES. 
Per doz. Per 100. 1,000 
ALDER—Cort Lear 6 to 8 feet, fine................0..c000e 5 00 25 00 
s DGORG FOE th 44); eke be see. 7 eae els eats 400 20 00 
ALMOND—See Shrubs, page 8. 
APPLE—FLOWERING, Floribunda, Sanguinea, Schiedeckeri, 
Spectabilis and Parkmanni...................... 6 00 40 00 
ASH—EUROPEAN, SOOM POCh ek inns i tk a eee Be ciade 400 25 00 
Bit MO See bees s Ae tae) Bees Re ey a 300 20 00 
WEEPING. /2) year, weads) oo Ee ee 5 00 
FLOWERING (Fraxinus Ornus), 6 to 8 fecha eee 250 15 00 
BEECH—PURPLE, 3 to’4 feet... 550. Cece c ee cac. cu cok 5 00 30 00 
‘ APU MTCC be <. 2e rapt eeewckie. eee ne: 6 00 35 00 
f DOR BOOB eho e cre ois ede a le 2 eer 7 00 40 00 
RIVERS PURPLE, grafted,-5 to'6 feet... 3s. hss ow cs 12 00 90 00 
us EAPO ies (2) 1 a ogee ee 10 00 75 00 
< 3 ey Owe feet. ho 5c iy, Cains 900 60 00 
FRRNRERAE 4 to. 5 Teou Weta eee so Oca. Sek 9.00 
«5 to7 feet, fine specimens, well branched 15 00 
WEEPING, 5 to 7 feck ise mee EEE SIN 9 00 
= PURPLES FO feeb. eres sco. P ek St 15 00 
AMERICAN, 3 to 4 feotssh i We Pee esatia'e Wats, aamleye & 300 20 00 


4 PRICE LIST, 
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Pe 4 to 5 feet....... 6 00 


Per doz. Per 100. 
BIRCH—EUROPEAN WHITE, 7 to 8 feet, handsome.......... $2 50 $15 00 
. 9 to 10 feet. ne ae ay. site. 2 00 20 00 
ae Cit EO GO: 14: TOCh, 2a atee a cheese aie a 5 00 30 00 
Cur Luar, ALOUD TECUS. bic. «'s baiae Gee ck RE ete 250 15 00 
OTLO1O BEC ook | ure Shoes = eae ehpeey Wor ae 400 20 00 
sp UAhGse fect! OXtta cg... foeeeek tee aoe ee rape. WOOO a0 OO 
re 15 to 18 feet, fine specimens, transplanted 20 00 
PORPLE laikn, 3 to 4 feeb: 2. ce eee ee ce 5 00 
PYRAMIDAL (Fastigiata), handsome 5to7 ft......... 5 00 
a TGbOS BGs etese ee 6 00 
Se fe 8 to 10 feet..... 900 60 00 
rs ef s4 10 to 12 feet..... 12 00 75 00 
WEEPING (‘‘ Young’s” and ‘“ Elegans Pendula”), 
WOrked’o bO'O feetmignen. on. cece hc soe) wee 9 00 
CARAGANA ARBORESCENS—PENDULA, 8 to 10 ‘feet, 
CRANES HRC hs Se a ener emit Oks Ce Mager ae $1.50 each. 
CARALPEASproiosay 5 to. 6 feck, fine .......0. -- es... ca 2 00. 
cf 8 to 10 feet, | fine specimens, ., 3200 
ra 10 to 12 feet, : twice transplanted ae 400 25 00 
rs (Seo tatesye ... ee ar 9 00 
Ee WHITE FLOWERING, 5 to 7 oct. ae tae 3 00 
. 4 fO,0) TCeCte 2... Aeon 2 50 
ef JAPANESE WEEPING, extra fine specimens, 2-year 
Heads. S8to. 10 46. stems: .. 22.62 o2 ss. hep: & 15 00 
DOGWOOD—(Cor nus Florida), SB tO: 4 SOCt. eis oa ee as 3 00 20 00 
A OG AOCbL CoN eee eer ae 400 25 00 
7M Dito, 6 feet 2 nies BAP aes. 5 00 30 00 
(Oe ONG ies) s) feces on eet barbed 6 00 
(= For other varieties of Dogwood see Shrubs, page 9. 
ELM—AMERICAN, 15 to 20 feet: twice transplanted, fine 
SPECHMNENS. ste eet .$3 00 each. 30 00 
ar 18 to 20 ft., once transplanted, taller stems, 
well adapted for street trees.$2.00 each. 20 00 
se OTGO mC eebs sine © ee cic <einloe wae cies tojakc wets 400 25 00 
. EO O: LEO be ose ee hae een RAMS ote ene ee 300 20 00 
es GltO =] CU TCCU seas Rae seen wate be 250 15 00 
HnGrisn, (2 to lor leet; Oxtra,:.! 25 fas ecco eee ne 15 00 
“s NOMO WA feeti sss ee eee eee eee eee ees oP 8 00 
“ i GOB bee bias! Gian eee er or, Sos epee cece re ace 5 40 20 00 
GOLDEN LEAF (Ulmus Wredz?), new, 5 to 6 feet....... 7 00 
SCOTCH, COCO." O:Leebe sti iss sae tee 2 hada Se oe ee lots 3 00 20 00 
? SstO) MOMECO mA, ta aeemyec We, Boe eee cod ee 5 00 30 00 
33 LO: GO 2 Teeter ee pele ne ee aaa as Caan eed ak OO 
ne 12 tO" LO Heeb. Gxblasc Ae yy. eam eetee ote eens 15 00 
3 15 t0.20 feet: mines i ek ces .$3 00 each. 
PURPLE LEAE(budded),5 to 7. feetscca vec. . fon. Sona 400 25 00 
es UO: LOCG 5 Keeueg nay ieee tee aa oe 6 00 
<6 17 DOs OMeCCU S.A. er eetat ioe nite aa ok 15 00 
SILVER VARIEGATED (new) 15 to 20 feet....$4 00 each. 
| 10: tor? feet. 24 Ce E A. Sai 10 00 
- ae Sie 8 tO LOCO Rae. he 6 ack bi os). 8 00 60 00 
at : ‘f+ 6 to. Sdeet.nest tenes ee 6 00 40 00 
HUNTINGTON (budded), 15 to 20 feet....... $3 00 each. 
# 12 to 1d Peet; se wastegate ate 12 00 
a es 10 to 12 feet, erect and fine.... 8 00. 50 90 
ar zh 8 to: 10 fect i, iambic ts beige + 6 00 40 00 
¥ a 6 to 8 feetit. vk. 6 aaee eens 5 00 380 00 
CAMPERDOWN, WEEPING (grafted), 5 to 7 feet high.. § 00 50 00 
‘ (extra), 8 and 4 year heads, 
fine specimens.$3 00 each. 
FILBERT—WEEPING, 8 to 10 feet................ $1 50 each 
GINGKO—(See Salisbu ria, page 6.) 
HICKORY—(See page 3.) 
HORNBEAM —(Fine for hedges), 2 to 24 feet. ........ ..... 2 00 10 00 
18 to 24 inches, transplanted ............ ... OO , 6,00 
WUREBING |! .7.5:9 «4's 0 0s Boe ees ee ieee $2 50 each. 
HORSE CHESTNUT—5 £0°6 feeb: fines =. iano. Asat ae ete 4 3.00 20 00 
B ba eek ie ol ecient PORDaS ae 400 25 00 
T GO:8 T6Gb. Gia. 5 ss cm wip’ sik BROS Chae 5 00 30 00 
YELLOW FLOWER’G (Pavia) 5to6ft. 5 00 
RED FLOWERING, 3 to 4 feet....... 5 00 35 00 


1,C00. 


50 00 


ROCHESTER COMMERCIAL NURSERIES, +) 


Per doz. - 100. 1,000. 


HORSE CHESTNUT—D’BLE WHITE FLOWERG, 3 ft.. ..$5,0042 $35.00; $ . 
DWARF (Pavia Macrostachya), 18 to 
PAVERECUGAA tae eee a taedis eee? 4 00 
HOP TREE—(Ptelea Trifoliata), 5 to 7 foots (99 Say . 4 00 
JUDAS TREE—(Canadensis), 24 to 3 feet, shrub shape.... 2 50 
KG: LREUTERIA—PANICULATA, 4 to 4 feote vB BShcrk:. 4 00 
KENTUCKY COFFEE PREE— "Ss fot tent! ch a! 3p ts 4 00 ieee 
LABURNUM—GOLDEN CHAIN) 5 to 6 feet........ on ree 250 1500 
2 6: to & feet, fine: 5. :. jek ct. 300 20 00 
LARCH—EUROPEAN, EGR G eas ee ie: © er eA ga CORE TORES ee eu Pole? 15:00 eee 
FP COTOREGCTNS ors sf Cee ar a cin, oe woe ee le 400 25 00 MF Sia 
ci pT OTC UBL ES, 3) ane te ee wet ale RAL ete Ga 5 00. 30 00 a 
“C Pore. Va PeChs ... sc fetes Se te.t nc Recess 12 00 Bears 
WEEN is ee oe ok. ees Be eet $2.00 each 
LINDEN—EUROPEAN, 6to 8 feat. foc [S22 OR Se A - 400 25 00 
oO ID FCB acon SOs Re OE os oe. a 5 00 £30 00 
PRATYPH YEA: 4i0 5: Feetie 2853.8! 008 Fee Rae es 250 15 00 
PYRAMIDAL, 3 to AVF OGC To 65: sien ek Saas eee 3 00 Bee 
SPECTABILIS, 4 to 5 feet............ hae aie erate 2 50-15 00 
SILVER, LWAatD to Greets tiers Ae et a LU Pit4-O0 By AE 
“ Gobo" tebe. Ce. ce ee 600 40 00 
WHITE LEAF WEEPING and COMMON WEEPING, 10 ft15 00 Shee 
AMERICAN SD tO GHeCEIR asic rs is eee ons ck) wakes 3 300 20 00 
fe Gio Sects. fas ae Le a ee a ee 400 25 00 
LIQUIDAMBER—See Sweet Gum, page 6, 
LOCUST—B.3ack, (Robinia Pseudacacia), 4 to 6 feet. ..... 2 30 phare’d Wevcke 
MOUNTAIN ASH—EUvROPEAN, 6 to 8 feet.................-. 250 1500 100 00 
cs Sit0 10 feet 0555: PNP: 3800 20 00 wes 
Oak LEAP, 5 to 6 feet (budded)......... 250 15 00 
Es 6 to 8 feet...... Shc RU darian OO): 20.00 
ce Sito. tO TEC 3.055 4s eee 400 25 00 
WEEPING (grafted), 6 to 7 feet, 2and 3 yr. heads 4 00 25 00 
MAGNOLIA—AcumiInaTa, BAO GIEOG. Sin eo ss 2s SO 400 25 00 
6:.t0'S feet: 2.44 5. tp RE 5 00 35 00 
oe S60 10 feet.) 6212 eee eee IOs . 600 5000 
GEAUGA, 2 tO:o feet: ese rd Peks oe ace Feze 5eo22 6°00 Leer 


CHINESE Sorts, 4ft. <A very fine lot of plants, 
including the following varieties: Alexan- 
drina, white; Amabdilis, pink; Lenne, red; 
Soulangeant, pink; Soulangeana Nigra, dark 
pink ; Speciosa, light pink. The plants are 
from 4to6 feet high; they all have blossom 
buds, and can be lifted with a ball of earth on 
EHC TOOES SS o5 oF ee SOP ALN Gas FO 10 00 §=75 00 


MAPLE—AsH Lear (Box Elder) 6 to 8 ft., low h’ds,very bushy 3 00 20 00 
higher heads, 10 to 12 feet. 4.00 25 00 


$¢ i ‘“* 12to14 feet. 500 30 00 — 
SILVER Umar, 9 to: 1O teeters. Ph ae ws ore 300 1800 150 00 
10 to. 42 feet- 22. 25: A Pri ota 400 2000 180 00 
5 AAO LT pebAS 2 So Tat Sl te oes J & OO.» 50:00 abe 
aS 15 to 20 feet (specimen trees, trans-— 
planted)... 2.4)sc02 ....$3.00 each.30 00 LEP 
STRIATUM, 2 to 24 feet........ gear, bie 2k fa eh Ba Se 250 1500 
SUGAR (10-5 FeCw i coos oor os eee eee dae ae 300 20 00 
= Ade AMEE APs TP RS eas 55 RE ee EN 400 25 00 
oS MD Gee eo Eas 2 lh re ks 2 2 WS WOR 52. 600 35 00 
Ct: LOM Et. ow ya 1 ge ee ee EINE go, 700 50 00 
“PO PA tA AED A 2 Ue Peek Ue ws Fo lyk STE: 00 2 =f 00 
< WEE tO OG. or esky er oS Re Ne ts! 12 00 ase 
SCARLET, Gite rm feeten: 6). 2 iss ie TSS 400 25 00 
DADO NCCE es oe ss add sv cake ta Seats ae 500 380 00 aS Ae 
NORWAY, 640.8 Feetas ck... bee, Dd St AKRON 400 2500 175 00 
“ 8 to 10 feet..... Sabhaset Ee hoe tales 500 3000 240 00 
; es Lore fear. cose Seacrest Cate Damas 700 35 00 ae 
re LO AE FeOC ST oes FS SERA OCR. So WES 12 00 L ag 
ie 14 to 20 feet, fine specimens. . .$4.00 each 
PURPLE LEaF (Sycamore) 5.0 Gfeeb. in eens. 400 25 00 
GitoS feet: Sa rane: : 00 30 00 


REITENBACHI, fine, purple foliage, new, 5to6 feet. 6.00 40 00 
a 6 to 8 feet. 700 50 00 


6 PRICE LIST, 


ees 
1,000 


Per doz. 

MAPLE—Sycamorg, Gito'S feet, Sw Haare ee ee $4 00 
fe Sito;) feetiet:. 235 vais 4 ee 5 00 

) 5 - Tri-color Leaved, S to 4:feet. 52. 22.. 5 00 

WORLEI, new, 4:to'd feet. +sn250 Agiigtea eee: 5 00 

tS fen bO OECEL. ech Sos ee alten 6 0U 

“6 cr IG tha 6 Poehsak ss Gaenee hoe rete ct. 7 00 


NotE—One of the finest trees of recent introduction. 
A variety 0f the Sycamore Maple. The young foliage is 
a bright orange yellow. A fine companion tree for the 
Schwedler Maple. 


SCHWEDLER’ S, fine, new, purple, 4 to 5 feet........ 5 00 
5 to 7 feet........ 7 00 
BS 7 “ig 7 tO 9, feet ss). 4.0. 9 00 


Note—This is one of the finest acquisitions of late years. 
Tt should be everywhere introduced. 


Cur Luar, WIER’S, 6 to 8 feet.......... -....2.0- ee il) 
es Sto 10 feet. s. eas Ree ee 4 00 

“ ce 10:te 12 feet... 2s sear ie ee. 2 5 00 

= ss 12 to 14: feet, finesse: ae 15 00 

: at PASTOvaS feebis: . kc ake ak ee ee 20 00 
Cor Lrar Nogway,'6,to'8 feet... .. 20. oni ie Se 10 00 


NotE—Rare and beautiful. Although a poor grower in 
the Nursery, it is the finest of the cut leaf trees; should be 
in everv lawn. 


JAPANESE (Acer Polymorphum), 2 to 3 feet....... 6 00 
“ eg ts to 4 feet....... 8 00 
&E GRAFTED; 2 to! S feetes sarees eee oe 12 00 


NotEe—The Japanese Maples are among the finest novel- _ 
ties introduced during the past few years. We offer the 
following fine sorts: Atropurpureum, Sanguineum, Atro- 
purpureum Dissectum. 


MULBERRY —WEHEPING, ‘New %. ... . - eid boos wo widiw cece 6 00 
OAK—PyYRAMIDAL, 5 to 7 feet, fine specimens................ 9 00 
DWARF (CHINQUAPIN), 8 feet, bushy.................. 7 50 
HINGHISH, (5) G06 feeb... J ccsc ads cute tee PE Cee bs we ass DOLO 
MAOROCARPA, ftoiG feet. BAA 2A. tn foe eeerek De 4 00 

sb 3 to. feeb: 2 cies: .. Saye Bate eee 3 00 

RADUSTRISS S10) feet cic. ssa bec 2a We eee Bee 6 00 
ROBRA C4460 8 TCCb oo ose.) oso terete cheuc Sle ecb Bote oe 700 

ch THEO O LEOE fears cee Cae Co naale bie OOS ee BS 5 00 

PURPLE LEAF, top grafts, 2 year heads, 6 to 7 feet..... 15 00 
WEEPING, Dauvessi Pendula, 7 to 9 feet............... 15 00 
PAULOWNIA IMPERIALIS—83 to 4 feet................. 5 00 


PEACH—DovUBLE RED, CRIMSON, WHITE and PURPLE LEAF.. 2 50 
PEA TREE—(Caragana Arborescens), W HEPING .$2 00 each. 


PLATAN US—ORIENTALIS, 10teel? feehist.. (Ae ee ee PES 6 00 
Gito Ler feetit Dose se Reo 4 00 
PERSIMMON—(Diosnyros Virginica) 4 to 5 feet........ ... 4 00 
POPLAR—LOMBARDY, 6:to-Sfeet: 2. a2. Bak Bee eh 1 50 
Shor lOMeet ioe ae eee oriee eee Te. 2 00 
- 4540-18 £600 ac ose we he es ee 10 00 
BOLLEANA, new, oto", 6 feet sae oe Ae. ees 3 00 
SF AD CO La TOC sete ee ae 6 00 
“C fine, 15 to 18 feet. oak therateiee « Ad a are 10 00 
CAROLINA, 6 to 8 feet.. bi hapee a bee oo Bee Se 1 50 
‘ Son. 1p reeg: kee. Geen ee eae 2 00 
cs ED to 20 feet.2. ee coe eee 8 ee ee 12 00 
VAN GEERT’S GOLDEN LEAF, 5to 7 feet .......... 2 50 
PRUNUS PISSARDI—4 to:5 Teetiyc 2 ikus 2 eee Ree 2 00 
5 £O°G EGE Se Bee we ee 2 50 
TRILOBA, top grafted, 5to6feet... 6 00 
SALISBURIA—(GinaKo), 4 to 6 feeb 21.9 S525. be. 4 00 
oA; 6:t0'S feebi iis ac el ee ee 5 00 

SOPHORA—JAPANESE WEEPING............000. $2 00 each. 
SUMACH-=CorTahmanr: 2 féat: fine oo. ee cae oe ls ot ee 4 00 
SWEET GUM—(LiquipampeR), 5 to.6 feebs. esse ae s8- ¥en OOO) 
44070 TOC ook MAGS Loe ASS 4 00 

Note—The most brilliantly colored of all trees in Autumn. 
THORN—DoOvUBLE WHITE, PINK and SCARLET, 3 to 4 feet.. 3 00 
4 to 5 feet.. 4 00 
TULIP TREE—8 £0. 10 SEGG re eek Bat Co re chals aame 5 00 
6 i: ‘BOGE. TIO? eid Fees eo Ss ed ecg cee ae 4 00 
“ fi thc Aeinbeliteciok ilechrg feel Gets, rrsicis coke aes rake 3 00 


WALNUT-—See page 3. 


Per 100. 
$25 00 $ 
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75 00 


40 00 


30 00 
25 00 
20 00 
40 00 
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WiLL OW—GeoLp BARK, 3 to 4 feet#) 2. 2k oe. $2 50 
PENNE TON: Ober. LCC oo 2 ok 2s Soe ea aie a eae 3 00 
KILMARNOCK, 2 year heads, fine................ 2 00 

New AMERICAN and ROSEMARY, grafted 7:2... . 2 50 

pata, Pag Aa. Oi HO Ae FEOb +s. wale nna Sak oe ent ere 2 50 

COMMON WEEPING, (Babylonica) 6 to 9 feet...... 3 00 


extra size, fine specimens, 
18 to 20 feet. $3 00 each. 


WISCONSIN WEEPING, 10 to12 feet, new,very hardy 5 00 
- 6 to &. fect. esis eee: 2 00 
VIRGILIA LUTEA—YELLOW Woon, 4 to 5 feet, fine plants. 9 00 
3 to 4teek ee 7 00 
EVERGREENS. 


ARBOR VITE— AMERICAN, hedge plants, 10 to 15 inches... 
ne 15 to 18 inches... 


oe ne nt 20 to 24 inches... 2 00 
e¢ 2 to2t feeb Ooskcu te R ee! . 200 
a o tO 4 feeta. sscss auctess aoe aoe 3 00 

NotEe—All the above are fine bushy plants, twice transplanted. 
ComMPAcrAy 12 to 18 inches, bushy. . ..% co s:004 2 ed =l0 oes 2 50 
HEATH LEAVED, 19 ols inches, «eee 2 50 
cs 2 to 24 feet, bushy, handsome........ 3 00 
Hoes (Rollinson’s Golden), 24 to 30 inches.. 5 00 
Hovey’ S| GOEDEN, 12 to18 inches... ..  229ngs. Sean 2 00 
rs 18}40-24, inches. i.:4: cagdaraet eke: - 2 00 
ve ce Atos feet. ..- 2<'s 2s aaah eben 2 50 

a “ 3 feet, well formed specimens, 3 
times transplanted.... ........ 5 00 
PYRAMIDALIS, IS te 18. inches. 03.32. eee Sat Bees 2 00 
18 to 24 mches... 5 25: ween soa at aek 2 50 
Ee WhO Sl COG 62038 otis d axa aeIeG eh 3 00 
sf Sto 4 feet; fine 204s 289 21. SAO R Oe ee. 4 00 
ee PTO, TOOL os ate oo eee ee ee rae 5 00 
= 5 to 7 feet (three times transplanted). . 8 00 
SIBERIAN, 12 todSanehess: 433394 .nchise: |G oR ae Doe 2 00 
nS 18 to 20nches, <... h.stwatcen aes .25 Aowsioe i eet 2 50 
fs PET OOU es ls ah ee Aen, hake jy see 4 00 
Tom THUMB, 18 to 24 inches, bushy dis pieeisk Sho oe ey eee 2 50 
- 2 to 24 feet, bushy, extra fine. ......... 3 00 
i 3 feet, 3 times transplanted ........... 5 UU 
LITTLE GEM, 10 to 12 inches, bushy, very dwarf....... 5 00 
VERVAENEANA, Scho 24 meheaa as. oo dae eee ne oe 2 50 


CEDRUS ATLANTICA ARGENTEA--2to 3 ft, $1.50 each 12 00 
NotTE—According to Mr. Falconer, the editor of Gardening, this 
tree is the most beautiful of the silver or blue-leaved evergreens. 


FIR—BAISAM 43)tert feet... 65 bec dh de oy ea seas See 4 00 
= mtO oO FRCL. <S5.5755) eee ot. pete BG eet. ee 3 00 
“ 18 $024, INCHES: jis AS wkeeee. Garcing Sasi > 2 50 
NORDMAN’S. 15 to 20 inches et gon ee ede 8 oe eS 5 00 
2 £0 2h feeh saat Se cee Oe ooo ee ee 9 00 
HEMLOCK—12 to 15 inches, twice transplanted..... . .... 2 50 
JUNIPER—Intsa) 112 to. 18 inches! §. . 9/00). Jee a. 2 00 
Sito: 24amehes - 6 2 OS cise ise see . 2650 
oe 2 to: 24 feet, 1Nne - 5... “a BAS. 3 00 
ef 3 to 4 feet, fine specimens..... ......... 5 00 
SWEDISH £2 Lo, LOINCHER? Jo. ce, banaue pe ome sane 
ig AS AO, 2 TNCNOS 4c: 0 Sha ES eek eee a 2 50 
2: avo ex eek. FING”. 3! 2a ca ee aaah S = oss 3 00 
rg 3 to 4 feet, fine specimens ........... 5 00 
AMERICAN, 24 to 34 fuet ts dain a Wek aceie eva ae aaeeeae 4 00 
i> to 1S nehess eee 3 00 
SAVIN: 18; £0 20 inches, bushy... $2. h ics aes ees 3 00 
ng 2 to 24 feet, fine, nuSshy oo tea ae ae eee 4 00 
KALMIA LATIFOLIA-—(See SHRUBS.) 
PINE—AUSTRIAN, PEbO SO POR Ge o.oo cide GRUB. 5 Oa ee eee 3 00 
eh Oh A SOE A ie ew esc a so ostt oe Ree -. 4 00 
i per GO FEObs csi o10 2 ot tex. ‘inltrenic ee hates 5 00 


40 00 
50 00 
60 00 


75 00 


8 PRICE LIST. 


Per doz. Peril0v. 1,000 
PINE—BHoTAN (Pinus Excelsa) 18 to 24 inches, trans planted $3 00 Sah 00 $ 
2 603 FCCUL. a See Sok eee 00 30 00 
DWARF (Montana), 18 to 24 inches, bushy, fine planis i 00 Ee 00 
@tO.2% Leet i. cu Jace AIA wes soo ewe 5 00 380 00 
aoe Obes. MOGUY Bi ee ce coc a oe ee 3 00 20 00 
“A 4 to GEOR. Fike re es bie et ote a 5 00 30 00 
Swiss STONE (Cembra) 18 to 24 inches, stocky plants. 5 00 30 00 
a OF £0 aU) TACHES tik oe Ae) oe eo te 6 00 35 00 
Wirt 18; OWA ES 05.2 44 roll 52a dees LES 2s rahe er me 250 15 00 
2 Peto OG h es: ake cee oe Seek eee Macthe Shes oe 300 20 00 
ae riO TALEEG Ue ociain eb ioe e o ee aee apeearie = ONG 400 25 00 
RED -CEDAR=—16\to '24.1nches.224...4. sce UP ee ae eas ce 3 00 
RETINISPORA—P Lumosa, _AUREA, 18 to 24 Spates teen 3 00 20 00 
2 to 8 feet, fine ....... 5 00 
‘< 3 to 4 ft., 3 times transplanted 7 00 
FILIFERA, 18 to 24 Inches, siceor ny oh en a eae ee 400 25 00 
24 to 3 feet, fine Woe te = ac Cae nck, Ra Oe cee 5 00 
PISIFERA; 1 to 14 feebesmk Oy ie. Sele Oe See 4 00 
“s 2. tO 24 T6Sthl See Pest ee ee es 5 00 35 00 
ws 3 to, 4: Feet Rees ee apie aia cae 6 00 40 00 
nS 4 to 6 feet, 3 times transplanted BES Apia is 9 00 
SQUARROSA, 18 to 24 inches, Very fillet. ta. 6 So. oe cine oo 400 25 00 
2 to 3 feet, bushy Se a ri ih Spr a ae nt na RS 6 00 
nee 3 to 4’ feet, extra fine... 0... 0262 ewes 7 00 
Notzt.—We find these varieties of the Retinispora quite hardy, and 
poco mnmeen them as very desirable, especially for places of small ex- 
RHODODENDRONS—See Shrubs. 
SPRUCE—Norway, 10 to 12 inches, (twice transplanted). . 400 35 00 
15 to 18 inches ee WR mynd ee te TA Rg 100 500 £40 00 
“s 18: to 24 inehies We eee ee, Be. 150 600 £50 00 
BE 3 QED LECT ARO Le eT EE ee ae 200 900 £8000 
es 3-to 4 feet; fine ones REE BE 250 15 00 120 00 
es 4 to 6 feet, very fine....... .... ...... 300 2000 175 00 
NoTE.—We would invite particular attention to the Norway Spruce 
quoted above, not only on account of their cheapness but also on 
account of their quality. They have all been transplanted twice, and 
some of them three times. 
SPRUCE—Norway WEEPING, 24 feet, fine specimens...... 10 00 
ss GOLDEN, 24 inches, stocky .$1 50 each. 
ALBA, 10 to 12 inches, transplanted.......... .. 150 8 00 
AUF SD CO De LOOb Lio itis- noe ed eee Selah States 250 12 00 
NOBILIS GLAUCA, 15 inches (grafted)..... eee 20 00 
NiagRA, 12 to 18 incnes, transplanted............. 250 15 00 
as 18. to 24.inches:222 et ee eee et ma OO 
- 2 to'24 feats 22. Fe a PO 4 00 
CONCOLOR, 10 to 12 inches, transplanted_........ 6 00 40 00 
"a 240! feet 5 ..i- eee ey See Oe 25 00 
CERULEA, a §O.24 INCHES. SO BO Sea ee tse 3 00 20 00 
J 2 to-2e feet hl ea Oe Re ee -- 400 25 00 
DOUGLASI GLAUCA, 2 feet, (grafted)... et ieee 18 00 
ENGELMANNI, 18 to 24 inches, transplanted mde sae 9 00 
PUNGENS (Blue Spruce, true), 6 to 8 in., transpltd. 5 00 30 00 
‘< 15 to 18 i in. a 12 00 
re ef af ‘* -2-to 24 feet, **‘ 18 00 
YEW—ENGLISH, 12 to 18 inches broad; fine plants ......... 5 00 
AMERICAN GOLDEN, variegated, new, 2 feet.......... 10 00 - 
JAPANESE (Adpressa Stricta), 10 to 12 in.. transplan’d. 3 00 
SHRUBS. 
NotE—Assortment of Shrubs, mainly of our selection, at low rates. 
AZALEAS—GHENT and MOLLIS,a fine a ssortment, named 
colors, 15 :to.25 blossom buds..:.. oe eos 5 00 380 00 
ALMOND—FLOWERING, DOUBLE WHITE and DOUBLE PINK, 
SLECU TNE SPST Fa che g eile We aan ee cts aN acta 200 12 00 
AL THE A—VAHIEGATED Taree!) OF ere ees eee 200 12 00 
SINGLE AND DOUBLE FLOWERING SORTS ........ 1 50 10 00 
BERBERRY—PurRPLE LEAF, European and American, 18 
toOR4imeEnes as eh cae eck 100 600 
sie as 2 to 8 feet sneer. Sie eRe 200 10 00 
LHUNBERG’S;:2 feet, DUSHY suin.ssa duties con eee 300 20 00 
BOR — Dime 12:to) 16 dnchesiii ib iwe vce ean eniteos OR ee 150.) 8200 
CR LO GGLS:, TNCHOB Yj) tase! n arte bia lee we bin wei .eee 2-00 10 00 


ROCHESTER COMMERCIAL NURSERIES. 


Per doz. 100. 

CALYCAN THUS—FLorwvUS, 24 to 3 feet.................. $1 50 $8 00 
CORNUS—(Doewoon,, F LoRIDA—See Deciduous Trees. . 

MASCULA (CORNELIAN CHERRY) 5 to 6 feet....... 200 10 00 

SANG ONAL 2 DO ae Kel vo. oe wees ce ee mien Meee 150. 6 00 


SIBERICA ELEGANTISSIMA VARIEGATA, (white and 


green markings) 18 to 24 inches... ........... 250 15 00 
SPATHE’S GOLDEN VARIEGATED, 10 to 15 inches.. 300 .... 
Note—The Variegated Dogwoods are the handsomest of all the 
Variegated Leaved Shrubs, very striking and effective, and very hardy. 
CRATAGUS PYRACANTHA—12 to 18 inches............ 2 50 
CURRANT —SANGUINEUM, 24 to 3 feet... ........ 20... eee 1 50 
DAPHNE—CNEORUM AND MEZEREUM, red and white........ 6 00 
DEUTZiA—CRENATA (Double white and pink) PRIDE OF 
ROCHESTER AND CANDIDISSIMA, 8 to 4 feet..... 200 6 00 
GRACIRIS] AG MAr eO MC RER 5. >.>. oko wants edeeomtes 200 8 00 
Other sorts described in Retail Catalonuie’. .2 € 28o4 ees. 22008 ek 
ELDER—GOLDEN LEAF, new, 23 to 3 feet........ ......... 250 15 00 
PHN E ARs OHOOh tered 2s sists 7 10 SRR apenas 2 50 15 00 
UP Ula? 2 REC ARS te ese en ee Ee 200 12 00 
ELEAGNUS—EDULIS and LONGIPES, 18 to 24 inches ... ... 2 50 15 00 
EUON YMUS—(STRAWBERRY TREE), 3 to 4 feet....... ..... 200 8 00 
EUONYMUS JAPONICA—2 feet, stocky........... ...... 400 Ot: 
RADICANS VARIEGATA, 10toldin 2 50 
FILBERT—PuRPtE LEAF 2 feet...... pe ene rte aap AN MP a SOG Reems 
FORSYTHIA—VIgpISSIMA, 3 feet..............5..-.002..005 T° 50*"' 6°00 
SU SPENSACGE LOE te on eee ee ae Seth BiGO) rege 
HOBTUNEES 3 feeb: 22.250 2022 6: Pe ee baa) Ua eee 
FRINGE—PUR PLE, 4 to 5 TseRMasA! HT De PE REE Re RE 300. ae: 
ns FSi |, OAc GO ie 2) fener are et gh Sn eae Meh bebe Wi ak et Leen ge oe 200 10 00 
WHITE (CHIONANTHUS) 2 feet.... 2.2.00 1 oc. e ee 3 UG” #922 
HALESIA TEDRAPTERA—!8-inches 5: ..): 2050") ..% . 6. DEOOT (oa. 
HYDRANGEA—PaNICULATA GRANDIFLORA, 24 to 3 feet.... 200 8 00 
OTAKSA, strong dormant plants ............ 300 15 00 
THOS HOGER Mab woe eset O87 is RS. IL a OOF ire 
HONE YSUCKLE—UPRIGHT, TARTARIAN, white and pink.. 150 8 00 
DOUBLE WHITE, 18 to 24 inches.. ... 2 OOG en 2K: 
FRAGRANTISSIMA, 2 feet...... ......... pole |) | ME eae 
LeEnpEBOURS. A feeCh es a2 4 aad. se ee Dv OO--s Lae 
JAPAN GLOBE FLOWER-—?2 to 838 feet ...... ...........-. 200 10 00 
KALMIA LATIFOLIA—10 to 12 inches, bushy ........... 250 15 00 
LILAC—ComMon PURPLE, 4 to 5 feet, fine .................. 200 12 00 
$f Waitt 2) toatteetame 203. 2 Le BHO} 3h es 
LEMOINEII, fl. pl., VIRGINITE, 1 yr. buds .. 4-00 25 00 
Mme. LEMOINE, PRESIDENT CARNOT?, Souv’ R DE 
LUDWIG SPATH, Lye RES toes apache Ny wae hee cys BaOOe, yank 
JEAN BaRT, LEON SEMON: 4 ¥r, OMOS. 5 alas womens bile Ne 
ROTHMAGENSIS, and JOSIKEA, 8 to 4 feet...... .... 250 15 00 
CHARLES X and MARIE LEGRAY, 24 to 3 feet........ 2) Gee 
JAPANESE, 2 to 3. feet, (new)ci tied. -2kc¥). Bee. A+OOr eT 5-2 
MAHONIA—AgoviFo1i4 (Holly Leaved Ashberry), 12to15in. 2 50 15 00 
MESPILUS—(See Cratzgus.) 
PRIVET—CaLIFoRNIA (Ovalifolium). 2 to 3 feet............. 150 400 
AS60247 WECRCR 6 soc. ee a we ws 100 3800 
$f 12 to 15 inches.... . 75 2 50 
PRUNUS—TRILosBA (Double Flowering Plum), 3 to 4 feet. beatae 200 12 00 
PISSARDI (Purple Leaf Plum), new, 3 to 4 feet, low- 
PANG HCR: 82h kg ay ace an er 2 200 10 00 
PISSARDI (Purple Leaf Plum), 5 to 6 feet...... SenON 
Note.—This is an acquisition worthy of note, one of the most strik- 
ing Purple Leaved Trees—very constant until late in Autumn. 
QUINCE—JaPan, red and pink, 15) tO; C4 sINCHER. 25 uo ces 3 150 8 00 
“ 2to3ft.,strong plants 2 00 10 00 
‘g Wiens 2 DOt S POCG. 6. Ae vs hes 2 00 10 00 
RHODODENDRONS—Fine plants, named, hardy varieties, 
2 feet, with bloom Suds: sees 5. 10 00 75 00 
SNOWBALE—CommMon, 3 feet 22. 0/2062. osc oe AE EE ek 200 10 00 
HIGH BUSH CRANBEBRY (Viburnum opulus), 
OO 4, HOCUS fs NSRP A, SER oe ta a 250 15 00 
PAPA NESE 2 tO oe FOCE Lo Pod ose cee oes 300 20 00 
STRAWBERRY TREE—See EHuonymus. 
SNOWBERRY—W5ITE FRUITED and RED FRUITED, 2to3ft. 200 10 00 


1,000. 


65 00 


30 00 
25 00 
20 00 . 
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Per doz. Per 100. Per. 100. 
SPIREA — BILLARDI, CALLOSA ALBA, AUREA, 3 to 4 feet.... $2 00 $10 00 $ 


DOUGLASI, PRUNIFOLIA, REVESII, VAN Hovtur, 
24 to. 3 Leetem sc. Bites: Ree ee eee 2 00 
BuMALDA—Strong plants, 18 to 24 inches......... 2 00 
SUMACH—See page 6. 
SYRINGA— PHILADELPHUS (Coronarius and Grandiflorus).. 1 50 
GOLDEN LEAF (Aurea), a beautiful yellow leaf 


variety, 2 feet, nice bushy plants ............ 1 50 
DWwaRF ‘Nanus), 18 to 24 inches, very bushy.... 3 00 
DOUBLE FLOWERING, 3 to 4 feet.... ............ 2 00 
VARIEGATED LEAF, 2 to 8 feet...............05- 2 00 
TAMARIX—AFRIOAN and FRENCH, SD LOA eCtn te eo ne cts 2 00 
WEIGELA— Rossa, AMABILIS, and LAVALLI, 18 to Q4in..... 1 50 
HorTensis NIVEA and CANDIDA, 3 to 4 feet.... 2 00 
Other sorts described in Catalogue ............. 2 50 
CLIMBING SHRUBS. 
AKEBIA—QUINATA, strong VINES. 2:2... 2.0.62 ccnse ve ee ceee 2 00 
AMPELOPSIS—QUINQUEFOLIA (Virginia Creeper).......... 1 50 
Vv EITCHII (J APAN Ivy), 2 years, field cet ee 2 50 
2 years, pot grown... 2 00 
ae eran STOW. oie oo ae rmaryecndO 
ARISTOLOCHIA—SIPHO (PIPE VINE)...........00 ceeeeeee » 8 00 
BIGNONIA—RaADICANS (TRUMPET CREEPER).........--...-.. 1 60 
HONE YSUCKLE— MonTHLY FRAGRANT, CHINESE, HALL’S 
JAPAN, GOLDEN VEINED, SCARLET 
RUNERIOD Nov s2 o Sert oe 2 te ee | fa gartiers¥s 1 50 
Other sorts described in Catalogue...... 2 50 
IV Y—ENGLISH and GERMAN, in pots..... dik cide etahs/ ate ab aSEee Repke 2 00 
WISTARIA—CHINESE PURPLE, Strone plants: decaccics sss 3 00 
IW EEE ccit oo c%s aad peaees SPs ee See eae 4 00 
WISTARIA—FRUTESCENS. Very strong............... «+. 2 00 
MULTIJUGA: SELON DLAI pyc. pian dis retinas Ross 5 00. 
NotE—Wistaria Multijuga is the variety so often pictured and so 
seldom seen. It really has flower clusters two to three feet long. We 
have the t*ve variety. 
CLEMATIS. 
Brevicaudata—2 years, strong. ices 6 RRR 3 00 
Crispa—2 yearsi/ strong roots) }.2%.. sd. $2 A ee Sets oe eA 2 50 
Coccinea—(SCARLET), 2 and 8 years, strong roots..... a eee 2 Se 2 50 
Flamula—(European Sweet), 2 years..............0 eee £0732 70 
Paniculata, 2 years, field grown, extra fine..... ............ 2 50 
Virginica—(American White), 3 years, strong................ 2 00 
Viticella—s ‘years. stron’ 2 jor.) Ae Pee. 2 2 50 
CLEMATIS—LARGE FLOWERING VARIETIES. 
Especial attention is called to our fine list of 1 year 
Clematis. They have done unusually well this season—many 
of them having made a growth of 5 to 6 feet. 
Albert: Victor—Pink, 2 years: .2 22/0 eae oe hohe Kini. S54 4 00 
LAVOAP COs) nk SVR eee ee ae ¥53 739900 
Duchess of Edinburgh—Double, white, 1 year...... ........ 4 00 
2 SOars. 2. 6. Bee Bae SUPA es sn 4 5 00 
Gipsy Queen—Dark DOIN: Pi YCATSs £1: SER Ei OE ei ee 4 00 
CATE once l tek ph DARAS BEE a ORS EEE SY 3 00 
Henryk wale One, of the as best, 2oyearsic). teas Sue, 3 00 
A ACN nd Ad Sees era ens ie ey Sieh eC GRE Ate NE natn ETL” 3 2 50 
Jackmanii—2 Years :... 5 | a Fe tl ae ee: TREO ERs 4 00 
1 year, extra ATIC hc 5 was. Rosy ea ee ee 3 00 
Jackmanni alba—tlL year.c) 8520 4) BOE es Se vas >. 3 00 
Jean dAlrc=2 Veale o/s slic, cise Rae aie oo perce ss ede 3 00 
Lawsoniana—Lavender—very large, 2 years................. 4 00 
TEGVOCAT so ‘ccc secede csensrasasgn ae Oey Ons HA Le een 3 00 
Lilacina Floribunda—Rich purple—one of the best, 2 years.. 4 00 
WOOL... EM std cis eate ra bee eae wie 2,8 ahaa 0 
Miss Bateman—- White, 2 years’... o.sc0 ions eee ea 3 00 
White; d'yearsc fe Aeit te deca iaiae eee 2 50 
Miss Baker—White, with purple anthers, 2 2 years a ee 3 00 
LH SAT Ses aiavote) ve akaduede lees oReteusls oy col PEE DRL hehe ta ene ae 2 50 
Mrs. Howard Wise—Silvery white, 2 years................. 3 00 


b VOR). THA Si wives Cis ees 2 50 
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8 00 
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8 00 
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20 00 
25 00 
30 00 
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20 00 
15 00 
25 00 
20 00 
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Pe ore Et i PN DOS A asd Dag ocinteids avin set aleep s > s 2 50 


; Doz. 100. 
Mme. Baron Veillard—New—bluish red, 1 year............. $4 00 
Mme. Edouard Andre—New—best red yet, 2 years........... 10 00 
President—Bricht.biue, t yearirs. sos. .2ty.s% oa sR ewe 3 00 $20 00 
- PMRAES so hs ates CieM pee os oo eae ee Gg ee eee alae 400 25 00 
Ramona—Deep lavender, very fine, 2 years.................. 300 20 00 
fs OAT seeks re ne hs, wks 6S wa, Sc Aaa, ia eae ave aera oe 250 15 00 
Star of India—Blue, with purple bars, 1 year.... .......... 3 00 
Velutinea Purpurea—Rich purple, 2 years.................... 400 25 00 
ry os IPR V Ores a ids hae aS Se etree ee 300 20 00 
Viticella Rubra Kermissena—Red, a fine sort, 1 year........ 3 00 20 00 
a Me OAS ois Oats ai oe Oe aS alec e Fs Seid Eve Gia aerate ees 400 25 00 
HEDGE PLANTS, ETE. 
ey Cee CE t Different sizes—see pages 7 and 8 
BO X= DWAR eos cee Mr ies Sale et eran e s os un eeenceete 2 50 
HONEY, LOCUS 122 "vears- “suranga. eat st 1 00 
OSAGE. ORANGE—2P years oo: Ales Saettess sé cee e eae dele 1 00 
HORNBEAM—(CarpPinus). One of the best plants for orna- 
mental screens. See page 4. 
THORN, Cratzegus Oxyacantha, 18 to 24 inches.............. 3 00 
eS Aa Pyracanthias /6 t0;20 mChess. «22s. es 5 00 
PRIVET—CaLiIForRNIA, 12 to 15 inches. (See page 9.) 
PURPLE BERBERRY, 2 year seedlings, 15 to 20 inches... 4 00 
ROSA RUGOSA, seedlings, 2 years transplanted, 18 to 24 in. 4 00 
BULBS 
LILIES—AURATUM ....... eg ess LARGE S SOR A BIE Ee 2 00 
ATRUSANG UEN WIM, tists aac a sole a eho LOM SRM ENS Ls 1 50 
CANDIDU Maan, Anas SEIS MEE 1 IE00™ 6700 
Other sorts described in Catalogue... ........... 2 00 
Day (Wunkiay ts... Lees. . 20. 29g Ge) LRG. SA 200 10 00 
ETE Ver Ate S55: Son on eeee kph seers) iene nore Olea 58 2 00 
MISCELLANEOUS. 
ANEMONE JAPONICA-—W ret 0). tose sccbis cite: Sk S 200 10 00 
ARUNDO DONAX-—Strong clumps................... ...-. 400 385 00 
VARIRGADA peeee ait seks: Rh chasm Ae 9 00 
BLEEDING HEART ... |... gestish Soe HL i saaelewie eee 200 10 00 
CALLA Strouse so0ts 2... ..40Gtt toee/ot..dsaeet. airs oe ee 200 10 00 
CARNATIONS—Of the following fine sorts :—Mrs. Fisher, 
Golden Gate, Angelus, American Flag, 
Thomas Cartledge. Portia. Anna Webb, Puri- 
tan and Emily Pierson, fine plants, 24in. pots 100 5 00 
CARDINAL FLOWER-—(Lobelia Cardinalis). ........... 100 5 00 
CHRYSANTHEMUMS—Many striking varieties .......... TeO0Yt a 00 
COLUMBINE—(Aquilegia), double and single.............. 150 8 00 
DAHLIAS—_In creat yariety: - ise eens. ieee. See seioT al 250 15 00 
ERIANTHUS RAVENNA—Extra strong clumps,........ 3.00 20 00 
BUL ALAS TARON I GAreeiiee casas d oe time Asst Shoals 150 8-00 
HOLLYHOCKS~—Finest double, in various colors....... .. 200 10 00 
IRIS KEMPFERI—Named sorts; hardy varieties... ...... 3 00 20 00 
LARESPU Rip ei See Aae. Bee. -eatados A aaa ties 100 5 00 
PEONIES—HERBACEOUS; a fine collection ................ 200 10 00 
NOTE—We have recently made a fresh Importation of Herba- 
ceous Peonies, including some splendid new varieties, rang~= 
ing in color from pure white to the darkest reds and purples. 
PEE Oe Se mid § ee te Bae hte BSE ee OR Ta ES 150 8 00 
Si ee A AP ONTOA Penn era at Fae ete eA I 200 10 00 
RT eae EO be — (Mine pesmi re ed, Sear oe ae ae 3? 1 50 
SECS ENGLISH a ae REA xP eee roe tae. 150 900 
NotE—We make a specialty of the old-fashioned English Violet. ; 
They are perfectly hardy and of a deeper blue and larger than 
the fiorist’s violets. 
15 00 
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1000. 


$20 00 
5 00 
5 00 
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12 PRICE LIST. 


a ROSES. 


x 


Hardy, Field Grown, Own Root Plants Our Specialty. 


Per doz. Per 100. Per 1000. 


Hybrid Perpetuals—Anne de Diesbach, Antoine Mouton, 
Baron de Bonstetten, Baron Prevost, Baron May- 
nard, Baron Taylor, Caroline de Sansel, Coquette 
des Alpes, Blanche de Meru, Duke of Edinburgh, 
Francois Levet, General Jacqueminot, John Hopper, 
Jules Margotten, La Reine, Louise Odier, La Rosiere, 
Mme. Alfred de Rougemont, Mme. Plantier, M. P. 
Wilder, Magna Charta, Mme. Victor Verdier, Paul 
Neron, Perle des Blanches, Prince Camille de Rohan, 
Pierre Notting, Triomphe de l’Exposition, Ulrich 
Brunner. 

2 years, own roots 
1 year, own roots, 18 to 20 inches...................: 
Lady Helen Stewart and Glory of Margotten, 2 years, 


OW FOOESS Siaicteve es seers alate eeeyere ture ete cic erate niae Seca reaeratonone 
Vick’s Caprice, 1 year, own roots, strong, 18 to 24 
INCHGS eT So's te ng ee IO Oe RE RE Re minal ones 
American Beauty, extra size, 6 and 7 inch pots...... 
ose oe nek pots Bid Bi eee tear tench iene 

Mrs. John Laing, Mabel Morrison, Baroness Roth- 
schild, Francois Michelon, 1 year buds.............. 
Hybrid Teas—La France and Duchess of Albany, 2 years, 
awh, Fropis; dormant... 12.2. gen sane Boe ec be eres 
La France, Duchess of Albany, White La France, 
os ANG 2 Meh Pose ace. «otis wets ean eee nies 


METEOR, o.ineh pots... .2.2).c5 saost Gee a ee 
Moss—Salet, Glory of Mosses, Perpetual White Crested, Mme. 
Blanche Moreau, Eugene Guinoisseau, 1 year buds. . 

Hardy Yellow—Persian and Harrison Yellow, 1 year buds. . 
Rugosa—Rugosa Rubra and Alba, Mme, George Bguant ..... 
Seedlings, 2 years transplanted, 18 to 24 inches....... 
Briar— Rosa Rubiginosa (Genuine Scotch Sweet Briar)....... 
Se Roses—Queen of Prairie, Baltimore Belle and Seven 
isters. 15.4. SB. LPC eee eee c apie 
Clim’g Victor Verdier, Clim’g Jules A in Gem 
OE Prairies sisal eA ASR: Ba Ca eh tae 
Crimson Rambler, 4 and 5 inch POtH:.. . Fo eee cet eles 
* a 24 inch pots......... bg SERS ata Oe 
Dawson; 2' years, own: roots: 2.3.4 02)0 4h eA 
Tea and Noisette—Hermosa, Niphetos, Lamarque, Countess 
hiza duPare, 5 ineb: potsie Ares oa ee ae 
LaMarque, Etoile de Lyon, Safrano, 1 year, field grown 
Bride. Bridesmaid, Mermet, Watteville, Perle des Jar- 
ding; SPINch. Pots: 2/23 ee Te. ee Pe SE re 
Bride, Bridesmaid, Mermet, Niphetos, Perle, Sunset, 
Watteville, 24 inch POTS... cece eee eee eee eens 
MARECHAL N TEL, 5 inch pots 

dt 


% 4g 24 REWIND, POT Oe LON NS 

Polyantha—A fine assortment, 5 inch pots or 1 year dormant. 
Tree Roses—A fine lot of Holland grown plants. Our 
assurtment includes the Cream of the Hardy varieties, 

such as Baroness, Luizet, Magna Charta, Brun- 


DOUBLE WORKED (Red and White) Fe EN ae eile Meee 
Weeping (a fine novelty—they really weep) .. ....-. 
Other Roses—Other sorts described in Catalogue but not 
priced Here.) cc4,.: bee Cee e ee eee CL ae he eee e 


2 00 $10 00 


1 50 


8 00 


0 1200 


10 00 
12 00 


60 00 


40 00 
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FA. Specialty —_. 


VORUINGs He: F.-ROSES: 


We offer to the trade this season our usual fine stock of Young Roses, in 24 
inch pots. We have over a hundred thousand of them, consisting principally of 
the hardy and well-tested HYBRID PERPETUALS, such as we grow in large quantities 
for our own planting. The plants are being propagated this winter and will be 
ready to send out after the middle of April in 24 inch pots, in the best possible 
condition, either for planting in the open ground or for shifting. Our stock 
comprises the following goed varieties, and others, viz.: 


SPECIAL LIST. 


Duke of Edinburgh, 

Earl of Dufferin, 

Eugene Guinnoiseau (Moss), 
Empress of China, 

General Washington, 

Gem of Prairies, 

Lady Helen Stewart, 

La Rosiere, 

M. P. Wilder, 

Marie Boissie, 


Mme, Gabrielle Luizet, 
Mme. Victor Verdier, 
Paul Neron, 

Perpetual White Moss, 
Pierre Notting, 

Salet Moss, 

Ulrich Brunner, 
Wichuraiana. 


_ Vick’s Caprice, 


Price, above sorts, 24 inch pots, purchaser’s selection, $3.00 per 100; $45.00 per 1000. 


GENERAL LIST. 


Anne de Diesbach, 
Antoine Mouton, 
Baron Taylor, 
Blanche de Meru, 
Baron Maynard, 
Baltimore Belle, 
Baron de Bonstetten, 
Baron Prevost, 

Belle Normandy, 
Caroline de Sansel, 
Countess de Serenye, 
Climbing Jules Margotten, 
Climbing Victor Verdier, 
Coquette des Alpes, 
Doctor Andry, 
Francois Levet, 
General Jacqueminot, 
Gloire de Margotten, 
jules Margotten, 
John Hopper, 

La Reine, 


Price, above sorts, purchaser’s selection 


Louise Odier, 

L’enfant du Mt. Carmel, © 
Leopold Hausberg, 
Magna Charta, 

Marechal Forey, 

Mme. Plantier, 

Mme. Trotter, 

Mme. Alfred de Rougemont, 
Marie Bauman, 

Marie Rady, 

Perle des Blanches, 
President Lincoln, 

Prince Camille de Rohan, 
Queen of Prairie, 
Reynolds Hole, 

Sydonie, 

Sweet Briar, 

Seven Sisters, 

Therese Levet, 

Triumph de l’Exposition. 


Per 100. Per 1000. 


Le ek D ae eed shaleint il aey. Our yo $35.00 


oe ‘<  ~ our selection. : [A good assortment.... .... 3 50 30 00 
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STOCKS, SEEDLINGS, Ete. 


PRUIT) SFOCKS.: 
N. B.—All our Fruit Stocks are trimmed ready for Planting. 


Per 100. Per 1000 


Cherry—Mahaleb, 1 ye tst class) 35*to Simm gs. 25sec eee $100$ 
“s Mazzard, ‘‘ “ GO COMSAT Pa AEN ea semen ie ae 1 00 
Plum—Mpyrobolan, ‘‘ “ Dd tO+S MMT: HARE AS. Ghee ee 1 25 
Pears— Branched roots, 1 year, 7 to 2mm). 5 8 ee 200. 
Quince--Extra size, 7 to 12 mm............ ... SPR Atte hue eum be . 200 
si Pirstze' ass, 0 27) Man fae fee Deal tolak ee ae ee ee 1 25 


ORNAMENTAL STOCK—Deciduous. 


Acer—Pseudo platanus (Sycamore Maple), 2 yrs, 18 to 24 inches..... 3 00 
‘¢ Dasycarpum (Silver Maple), 1 year, 15 to 18 inches. __........ 1 50 
‘<. Nartaricumls years; Hloite 1 o.nenes? "5 yc. 6 es ees ees d 00 
Aescylus—Rubicunda (Red fig. uke Chestnut), 2 yrs. Sap. 10 to 
ML eT CINE Siic. Sc. Sra ature ater eaten bee ep ete te ia ee ea EE eke eer ceaeee 6 00 
: Flore Albo Pleno, grafts, 6 to 8 inches, 2 years........... 6 00 
Ampelopsis, Veitchii—2-year Seedlings....................0 ceecee 3 50 
Altheas—Gratfted sorts, ‘tO to Vormehess of. oar ee ere 4 00 
Aralia Japonica—8 to 10 inches, 2 years, transp’d................ ie UO 
‘* Spinosa--8 to 10 inches, 2 years, transp'd_...............- 7 00 
Betula Alba—(White Birch), 5 to 7 mm caliper, 18 to 20 inches.... 1 50 
Berberis Purpurea--2 years, 16 to 20 inches................2...000> 4 00 
. Thunbergi—3 years, transp’d, 12 to 15 inches............. 6 00 
ay Vulgaris—-2 years transplanted, 18 to 20 inches........... 1 50 
Castanea Vesca--(European Chestnut), 3 years, 2 feet............. 3 00 
Crataegus Oxyacantha—-(Hawthorn), 3 years, 18 to 24 inches...... 3 00 
a Pyracantha--2 years, 15 to 20 inches...__.............. 5 00 
Calycanthus Floridus——2 years transp’d, 20 to 24 inches............ 5 00 


Cercis Siliquastrum Rubrum—(Judas Tree), 2 years. 18 to 20 inches. 3 00 
Chamocerasus Flore Alba—(Upright Honeysuckle), 12 to 15 inches, 


>» yearsdransplanted: |. f. 3: smnsej Grice sales isla ss 4 00 

‘s Flore Rosea—18 to 24 inches, 2 years transp’d..... 4 00 
Corchorus Japonica Variegata—10 to 12 inches S ities dz teteaa 4 00 
Cornus Mascula—(Dogwood), 2 years w’p, 10 to 12 inches........... 4 00 
“  Sanguinea— “a 18 to 24inches.. .. os. eae 3 00 

‘‘ Siberica Elegantissima Variegata—12 to 15 inches........ 7 00 
Corylus Macrocarpa—(Filbert), 2-year layers, 18 to 24 inches....... 7 00 
°«  Purpurea— ‘iy 12 to 15 ST a's eras 9 00 
Cydonia Japonica—(Japan Quince), 2-year Seedlings, 8 to10in..... 2 50 
Cytisis Laburnum—2 years transp’d 2 to 3 ft.............-eceecece 3 50 
Cedrela Sinensis—2-year Seedlings, 2 ft . ........ ccc cece eee 25 00 


7 00 
5 00 
10 00 
12 50 
15 00 


10 00 


20 00 
10 00 


20 00 
30 00 


NotE—A very handsome tree after the style of the Ailanthus, but it is free 


from the disagreeable odor of that well-known tree, 


ROCHESTER COMMERCIAI NURSERIES. 


Per 10 

Fagus Sylvatica—(Beech), 2 years, 18 to 20 inches................. 1 00 
. a Purpurea—2 years, 3 to 4 feet............. wee 12 50 
Gingko; Bueba—-> years, 10;to' Lo inches’ s5..2c2. eek os ce eho wes 5 V0 
Kolreuteria Paniculata—2 years, 20 to 24 inches.................4. 3 00 
Ligustrum Vulgaris—(Privet), 3 years, 12 to 14 inches.__.......... 2 00 
Ovalifolium—(California Privet) 2 years, 15 to 20 in..... 2 00 

Z Variegatum—2 years tp., 12 to 14 inches............... 7 00 

a Glauca Marginata—2 years tp., 6 to 10 inches......__.. 5 00 
Liquidamber Styraciflua— (Sweet Gum), 2 years, 10 to 12 inches...__ 5 00 
Liriodendron Tulipifera—(Tulip Tree), 2 years, 15 to 20 inches..... 5 00 


Lonicera Coccinea—(Scarlet Trumpet Honeysuckle) 2 ft.; strong... 4 00 
Morus Alba—(White Mulberry), 2 years transp’d, 20 to 24 inches... 3 00 


Ptelea T-rifoliata—(Hop Tree), 2 years, transp’d, 14 to 18 inches..... 3 00 
Rosa Rugosa—2 years transp’d, 12 to 18 inches........... ..... .. 4 00 
Rhus Cotinus—(Purple Fringe), 2 years, 10 to 15 inches. .. ....... 3 00 
Ribes—(Aureum and Sanguineum), 15 to 18 inches........... ..... 3 50 
Spirea Sorbifolia—2 years transplanted, 10 to 12 inches....... . ee O 
‘« Thunbergi-- ah A SOLAS (oats Us 5 ah a6 9. 00 
Syringia Alba—(White Lilac), 5 years, 12 to l5inches.. ......... 4 00 
ss _ ae ce 2 years, 10 to 12 inches.. ptt ee 2 00 

“a Josikea—-2 years, 6 to 10 inches.................. sient me l0U 

a Rothmagensis—2 years, 12 to 14 inches... .... ee Sree Me AT 3 50 

ce Wuloaris—*years, 10'to t2\inches) 200. 2s os es 3 00 

m tet ta VE ATA OPO OoHGNES. tr 1 phatase ee Ge cee ae twa eke 1 50 
Tilia Europea—(Linden), 2 years, 18 to 20 inches.................. 4 00 
Ulmus Campestris—-(English Elm), 3 years, 3 to 4 feet............. 3 00 
eS Latifolia—(Scotch Elm), 2 years, 2 to 3 feet.... ........... 2 00 
Weigela, Rosea and Lavalli—18 to 24 inches....................... 3 50 


YOUNG STOCK--In 21-2 inch pots. 


DORMANT. 

Per J00. 
Ampelopsis Quinquefolia and Engelmanni..................++.6 $3 00 
Corchoris Japoniea. ........ 2-5. - MARDEN 2 LBS sake eae atone RRR ETE AS euahe 3 00 
Deutzia Gracilis, Crenata Flore Plena, Candidissima and Pride of 

IAAGISTIER DET oi ee a a hee te wea le Soe a nS sce ReNG Ne ae 2 00 

epee Tad ce NY MEALS SS 8801 Eur, Soars ou, aru Shr ose os mew ase ty smi Se opm eaten ms 3 00 
Pegera flies (Pnelish Ivy). 02 2. cfs eh cin vee aise s ofe/s diss mele 3 00 
Sa eae gO in ghd esc a ich sais 2 sa fae wisps min afta eioke nie = she e/a) = a arate 2 50 
Lonicera Halleana and Belgica (climbing honeysuckle)............. 3 00 
oe APS SELEY 2 0 ig ren SR ee er ear PI OO ea 4 00 
Spirea Bumalda, Prunifolia and Billardi................-.+20-eeees 2 50 
“  Thunbergi, Van Houtti, Revesii and Callosa Alba..../...... 3 00 
symplericarns Vulgaris. ..... 2-22. ... 2 ec cet eee eae e et eeees 2 50 
Weigela Rosea ........ ee tke grey. at Nac Btn Sa kee 3 00 
3 50 


‘. Puasa ema CaESUEN TS Ss os ke a eh or SS Sew wide Siclase Sleiaiualegie mis 
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Per 1000 


20 00 


25 00 
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ORNAMENTAL STOCK—Evergreens. 


Per 100. 

Arbor Vitz Hovey’s eee 2 years transplanted, 8 to 10 
WAGES oe adi odie bw sda OGURA ee ee aoe $7 00 

iis Hovey’s Golden—cuttings, 1 year transplanted, 6 to 8 
SHCHES) S585: Cece eae coe eee Aaah ics oe ete pies a 13) 

: Pyramidalis — (true) cuttings, 2 years transplanted, 
12 te:id *mehes ay tse eee et eee tL ea eres 9 00 

a Pyramidalis—(true) cuttings, 1 year tpanapuuese! 6.to8 
inches.)s6 5b GE. Se Es ee er ore Ee 7 00 

ig Tom Yhumb—cuttings, 2 years transplanted, 8 to 10 
INCHES.) ..4.3' 9:0 » Makita waded bh peers faite one ee 8 00 

nf Tom Thumb — cuttings, 1 year aransplanied: 5 to 7 
mMChES ie daa Wr SBc, 6 wosaancctel Sl aeeieaa tii te ca eee a metas 6 00 
Bhies: AlbaH3 yeas re (0) PS a eis oe ee ee ed $ 3 00 
“ Canadensis——3 years... «vias ok vei sey sei ee ae eee 4 00 

Juniper, Irish and Swedish—cuttings, 2 years transplanted, 8 to 10 
TCHS. crs es ae al ects Rte ea ere Sear 8 00 
“Trish and Swedish—cuttings, 1 year transplanted, 6 to 8 
AIUCIES. Chie isbn s biinleie at 6 oa ae amene ee ee ea 7 00 

Retinispora, Pisifera, Plumosa Aurea, Filifera and Squarrosa— 
cuttings, 2 years transplanted, 8 to 10 inches....... 10 00 

fC Pisifera, Pluntosa, Aurea, Filifera and Squarrosa— 
cuttings, 1 year transplanted, 6 to 8inches......... 8 00 
Mute Pine 3: years: fa nuns ne honda ME eae oe ero Bees 4 90 


Note.—We would invite specialattention to the one and two-year 
transplanted cuttings of Arbor Vitzs, Junipers and Retinisporas, offered 
above. The cuttings were rooted in the greenhouse and have now become 
well established in the open ground. They have shapely tops and an 
abundance of roots. 


EVERGREENS—Rooted Cuttings. 


Per 1000. 
$60 00 
50 00 
80 00 
60 00 
70 00 


50 00 
25 00 
30 00 


70 00 
50 00 
80 00 


70 00 
20 00 


Ready May 1st. These are strong cuttings, thoroughly rooted, of some Ever- 
greens always scarce. We have sent them out for several years with great success. 
Of those we planted ourselves in the open ground, more than 95 per cent grew. We 
pack them in small conipass in such manner as to insure safe carriage in perfect 


Per 190. Per 1000. 


condition. 
Arbor Vit#—Siberian............... oc USS Be elie aaa $4 00 
ae af Tome Thums oso. hs cee bok oe oe eee eet el er eee et 3 00 
s A Hovey’s'Goldeniis: 2) 4b RRS Mars eta Rate es fay. |. 8 As 4 00 
mn 3 Pyramidalis: ::::.24: Lippe Aer aaihels Ek yo bake aan 4 00 
Box — Tree! fee eh ks Shes LORE RE UR Oe tie briny aie wpa a 2 50 
et Dwarf, splendidly rooted +s.-:... 2.0022 2.2.2 2st erie ee ede Caos 2 00 
Juniper—Irish, Swedish and American-..........22.....00.0.eeceees 3 00 


Retinispora (Japan Cypress)—The following varieties we have found 
hardy and very desirable, viz.: R. .Pisifera, 


Plumosa Aurea, Filifera, Squarrosa.. .. ........ 4 00 
@ 


$30 00 
20 00 
30 00 
30 00 
20 00 
12 00 
20 00 


: 
~y 
: 


